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1. Hyd-oelectrie equipment in ‘ivifeng Power Plant as of August 1945: 
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* Equipment later removed by the Soviets 
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Teo 5G ayels 100,000 KW for Teeting power to Manchuria.t 


Two 60 eycle 100,000 KW for feeding power to Koren. .w# 


two 50/60 cycle 100,000 KW.st 


One 50/60 sycle 100,000 KWo# (This was not operating becawe watervanes 


vere boing installed.) 
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4% Equipnent remaining at present. Of this, one 50/60 cycle 3.09,000 KW has i 


since broken dewm and is still being repaired. 
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<. Distribution of power from the thres remaining generators: 


One 60 cycle 100,000 KW feeding power to Pyongyang (Heijo, 12544, 39-01) 


and vicinity. 


One 60 cycle 100,000 KW feeding paver to Sinuiju (Shingishu, 124-24, 40-06) 
and vicinity; aiso to Toyo Light Metals Company, at 52 cycles. 
(% Hf D » an island on the Yalu River, south of Antung), Antung, and 
acelva powsy at 52 cycles through Sinutju. 


vicinity 


Toshih Tao, 


One 50/60 cycle 100,000 KW feeding power to Daren and vicinity at 50 cycles, 


Power consumption: 


Power consumption at the points mentioned above is uot definitely Imam. 


However, the nominal consumption is assumed to be as folla 
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45,000 IW {at 50 cycles) fer Daiven and vicinity. 


30,000 KW for Ginuiju, Antung, av) vicinity, 
50,000 KW for Pyongyeng and vicinity. 
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